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-1 STRAIGHT ADAPTER 


MFR'R P/N: 4-6 F50X-S 
MATERIAL: CHROME PLATED STEEL 
DYNAMIC PRESSURE: 6,000PSI 
STANDARDS MET: SAE J514 
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1/4-18 WITH 37 END FLARE 
9/16-18 UN-2A 


MFR'R P/N: 4-4 FTX-S 
MATERIAL: CHROME PLATED STEEL 
DYNAMIC PRESSURE: 6,000PSI 
STANDARDS MET: SAE J514 
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-2 STRAIGHT ADAPTER 
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-4 STRAIGHT ADAPTER 


MFR'R P/N: 4-6 F65OX-S 
MATERIAL: STEEL, CHROMIUM-6 FREE PLATING 
O-RING MATERIAL: NITRILE, 90 DUROMETER 
DYNAMIC PRESSURE: 6,000PSI 
STANDARDS MET: SAE J514 
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